LXIII.    ST. PETER'S IN ROME, WITH THE FRONT AND NAVE BY CARLO MADERNA, 1607-*. 1615, AND THE
COLONNADES BY BERNINI, BEGUN IN 1656. THE VATICAN PALACE APPEARS ON THE RIGHT.